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July 25, 1991 


Harmon C. McAllister, Ph.D. 

Research Director 

The Council for Tobacco Research U.S.A., Inc. 

900 Third Avenue 
New York, NY 10022 

Dear Dr. McAllister: 

I am interested in submitting a research proposal to The Council 
for Tobacco Research U.S.A., Inc. for the next available funding date. 
I would appreciate it if you could have the application guidelines and 
forms sent to me. 



Neuroscience Center, Massachusetts General Hospital East, Building 149, 13th Street, Charlestown, Massachusetts 02129 

_ Source: https://www.industrydocuments.ucsf.edu/docs/zrfbOOOO 




